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Index to Types of Moulding 



Numbers on Plates 

Band 201, 202, 203 

Base 104, 105 

Base Moulding 221, 222 

Beads 322, 323, 325, 327 

Bed Moulding 324, 325, 326 

Casing See Trim 

Corner Bead 327 

Cornice Moulding 301, 302 

Cove 223, 301 

Crown Moulding 301, 302 

Dentils 311 

Jambs 104, 105 

Plinth Block 204 

Shoe 224 

Square Edge Material 101, 102, 103, 104, 105, 212, 285 

Stools 241, 242 

Stops 231, 232, 233, 234, 235 

Trim 103, 104, 201, 202, 203, 211, 212, 213, 321 

Wall Panel Board Ill, 112, 113 

Wall Panel Moulding 121, 122, 123, 131, 132 
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Designs For HDE Solid Hardwood 
Wall Paneling 



In the following pages will be found a number of designs for 
Solid Hardwood Wall Paneling. In addition to the designs shown, 
there are numerous other combinations that may be made. For fur- 
ther details or any other information, consult our Architectural De- 
partment. 

MATERIALS 

HDE Solid Hardwood Wall Paneling may be had in all species 
of southern hardwoods that are available in commercial quantities. 
At present it is stocked in the following species and grades: 

Golden Bay 

Conventional grade 

Conventional grade — ribbon stripe 
Character grade 

Red Oak 

Conventional grade 

White Oak 

Conventional Grade 

Oak 

Character grade 

Beech * 

Conventional grade 

Heart Magnolia 

Character grade 

Magnolia 

Conventional grade 

Plain Red Gum 

Conventional grade 

Figured Red Gum 

Conventional grade 
Character grade 

Hazel Wood 

Conventional grade 
Character grade 

FINISH 

HDE Solid Hardwood Wall Paneling is supplied, machined, 
and sanded and may be used in the natural finish, painted or enamel- 
ed. Samples and instructions for finishing will be supplied upon re- 
quest. 



WORKABILITY 

HDE Solid Hardwood Wall Paneling is shipped with square 
eut ends, smooth and true. All additional cutting should be done 
with a sharp small tooth saw. HDE Solid Hardwood Wall Paneling 
cuts easily and gives a smooth fine edge, permitting close joints and 
fine finishing. ^ 

STANDARD WIDTHS AND LENGTHS 

HDE Hardwood Paneling is manufactured in 4", 5", 6", 7" 
and 8" face widths. Standard lengths are 2'6" to IG' in 6*' breaks. 

SPECIFICATION 

Specify HDE Hardwood Wall Paneling and give number of 
each piece or type of standard assembly desired. Be sure to give 
size of room or number of feet required. If convenient, drawings 
can be submitted and quantities taken off at the factory. 

WHERE TO BUY 

HDE Solid Hardwood Wall Paneling is stocked by most lum- 
ber dealers and building material companies. The names of these 
dealers in your vicinity will be given upon request. Write direct to 
the factory: 



HILLYER DEUTSCH EDWARDS, INC. 

OAKDALE, LOUISIANA 
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